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THIS 1S UNEVALUATED INFORMATION 
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1. Tho labor offices in Oderberg, Schwedt/Oder, ‘ncermende, Frefemrelde and 
Rberswalde drafted more wouen for worl: with the railroads and the post 
service, These vorien are being trained while the nale employees xr. se 
actively employed. Preference in the draft ig given to women who worked 
with the sane services during orld Var IT, “he male workers are concerned 
about their future assicmments, # fz 


25X14 #{_____ Porment... tt is not clear whether the measure reported affects indivi~ 
dual localities or the entire zone, The intended purposes may be to make 

male labor available for tho Voluspolizel, uramiun mining or other activi~ 
ties, or to establish 2 reserve of fomale Specialists so that the nale labor 
can be used for other purposes spossibly militery service, at any tine with. 
out endangering the efficient operation of the railroads or the postal service, 
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This document is hereby regraded to 
CONFIDENTIAL in accordance with the | 
letter of 16 October 1978 from the 
Director of Central Intelligence to the 
Archivist of the United States. 
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